विभागाच्या नियंत्रणाखालील सर्व शासकीय 
वैद्यकीय/दंत/आयुर्वेदिक महाविद्यालये व 
रुग्णालयांमध्ये अग्निसुरक्षा व विद्युत सुरक्षेच्या 
अनुषंगाने स्वच्छतेबाबत करावयाच्या 
उपाययोजना तसेच स्वच्छता अभियान/ स्पर्धा 
राबविणेबाबत. 
महाराष्ट्र शासन 
वैद्यकीय शिक्षण व औषधी द्रव्ये विभाग 
शासन परिपत्रक क्रमांक: संकिर्ण-२०२१/प्र.क्र.३३१/प्रह्ञा-१ 
मंत्रालय, मुंबई-४००००१. 
दिनांक : १४/०७/२०२२ 


शासन परिपत्रक:- 


राज्यातील शासकीय रुग्णालयांमध्ये नुकत्याच घडलेल्या आगीच्या घटनांच्या अनुषंगाने 


विभागाच्या अधिपत्याखालील सर्व संस्थांमध्ये दाखळ असलेले रुग्ण तसेच कार्यरत अधिकारी/ 


कर्मचारी व विद्यार्थी यांच्या सुरक्षिततेकरीता अग्निसुरक्षा व विद्युत सुरक्षा उपाययोजना करणे 


आवर्यक असून त्यानुषंगाने सर्व स्तरांवर कार्यवाही सुरु आहे. विभागाच्या अधिपत्याखालील सर्व 


संस्थांमध्ये विशिष्ट मानकांच्या आधारावर अग्निसुरक्षा व विद्युत सुरक्षा असण्याकरीता प्राथमिक 


तयारीची बाब म्हणून सर्व संस्थांमध्ये स्वच्छता ही देखील विशिष्ट मानकांप्रमाणे असणे आवश्यक 


आहे. याकरीता विभागाच्या नियंत्रणाखालील सर्व संस्थांमध्ये स्वच्छता अभियान/'स्पर्धा राबवून 


अग्निसुरक्षा व विद्युत सुरक्षा उपाययोजनांची तयारी करण्याकरीता खालीलप्रमाणे सूचना या 


परिपत्रकान्वये देण्यात येत आहेत:- 


१) 


टे 


sees 


National Accreditation Board for Hospitals and Healthcare Providers (NABH) 
यांनी वेळोवेळी निर्गमित केलेल्या स्वच्छतेबाबतच्या मार्गदर्शक सूचनांनुसार सर्व संबंधित 


अधिष्ठाता यांनी शासकीय वैद्यकीय/दंत/आयुर्वेदिक महाविद्यालये व रुग्णालयांची 


स्वच्छता उपलब्ध मनुष्यबळाकडून करुन घ्यावी. तसेच, महाविद्यालये व रुग्णालये येथील 


कचऱ्याची विगतवारी व विल्हेवाट विहित मार्गदर्शक सूचनांनुसार करुन घ्यावी. 


शासकीय वैद्यकीय/दंत/आयुर्वेदिक महाविद्यालये व रुग्णालयांच्या इमारतींची रंगसंगती 


सुयोग्य ठेवण्यात यावी. सदर इमारतींच्या परिसरात जागोजागी योग्य आकाराचे मराठी व 


इंग्रजी भाषेतील दिशादर्शक फलक दर्शनीभागात लावण्यात यावेत. सदर इमारतींच्या 


परिसराचा संपूर्ण नकाझा विहित रंगसंगती व चिन्हांसह इमारतींच्या प्रवेशव्दाराजवळ 


लावण्यात यावा. 


शासकीय वैद्यकीय/दंत/आयुर्वेदिक रुग्णालयांतील बाहय व आंतररुग्णांचे हक्‍क व त्यांच्या 


जबाबदाऱ्या, विविध उपचारांसाठी येणाऱ्या खर्चाची माहिती, संबंधित डॉक्टर व 
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अधिकारी/कर्मचारी यांचे संपर्क क्रमांक, रक्‍तपेढी तपशील, रुग्णवाहिका तपशील, उपचार 


सुविधांची माहिती, विविध विभागांच्या कार्यरत वेळांची माहिती, प्रत्येक विभागाच्या प्रमुखांची 


नावे संपर्क क्रमांकासहित, विविध कायद्यांची माहिती देणारे फलक संस्थेच्या प्रमुख भागांत 


लावावेत. 


शासकीय वैद्यकीय/दंत/आयुर्वेदिक महाविद्यालये व रुग्णालयांच्या इमारतींमध्ये येणाऱ्या 


रुग्ण तसेच अभ्यगतांसाठी बसण्याची, पिण्याच्या पाण्याची, भोजनाची तसेच वाहनतळाची 


योग्य ती व्यवस्था करण्यात यावी. याबाबतचे योग्य आकाराचे दिशादर्डाक फलक 


इमारतींच्या आवारात लावण्यात यावेत. 


शासकीय वैद्यकीय/दंत/आयुर्वेदिक महाविद्यालये व रुग्णालयांच्या इमारतीमधील मोकळ्या 


जागेत, येण्या-जाण्याच्या मार्गात, आप्तकालीन मार्गात तसेच छन्नमार्गात (Corridors) 
ठेवण्यात आलेले थर्माकोल, प्लॅस्टिकचे तुकडे, पुठ्ठे, विविध आकारमानाची खोकी, रद्दी, 
नादुरुस्त/वापरातील फर्निचर, भंगार साहित्य, कपाटे, टेबल, नादुरुस्त यंत्रे, अनावर्यक 


बांधकाम साहित्य तातडीने हटविण्यात येऊन उपरोक्त मार्ग मोकळे व स्वच्छ ठेवण्यात 


यावेत. 


उदवाहनाकडे जाण्याच्या मार्गातील तसेच उदवाहनाच्या आजुबाजूच्या जागेतील विविध 


प्रकारची जुनी यंत्रसामुग्री, अनावश्‍यक साठवणूक केलेले विविध प्रकारचे साहित्य तसेच 


जुनी नादुरुस्त वाहने तात्काळ हटविण्यात येऊन सदर मार्गामध्ये स्वच्छता ठेवण्यात यावी. 


उदवाहनाच्या आतील भागांची तसेच यांत्रिक भागांची देखभाल व दुरुस्ती करण्यात येऊन 


सर्व उद्ाहने चाळू स्थितीत आहेत याची खात्री करावी. उदवाहनामधील वातानुकूलित 


यंत्रणा चाळू असल्याची खात्री करावी. उदवाहनाची तसेच आपत्कालीन दूरध्वनी क्रमांकांची 


विस्तृत माहिती देणारा फलक दर्शनी भागात लावण्यात यावा. 


शासकीय वैद्यकीय/दंत/आयुर्वेदिक महाविद्यालये व रुग्णालयांतील विविध विभागांचे कक्ष, 


बाह्यरुग्ण विभाग, आपत्कालीन कक्ष, प्रयोगशाळा विभाग, भांडार कक्ष, स्वयंपाक गृह, 


औषधे व शास््रक्रियेसंबंधी उपकरणे साठवण्याचे कक्ष, ऑक्सिजन सिलिंडर साठवणूकीचे 


कक्ष यातील रद्दी, विविध आकाराची अनावश्‍यक खोकी, सॅनिटायजरच्या तसेच औषधांच्या 


निकामी बाटल्या, निकामी डिझेल कॅन, अनावश्‍्‌यक/नादुरुस्त यंत्रसामुग्री व साधनसामुग्री 


इत्यादी हटविण्यात यावी. 


शासकीय वैद्यकीय/दंत/आयुर्वेदिक महाविद्यालये व रुग्णालयांतील सार्वजनिक/ 


अधिकारी/कर्मचारी यांच्या वापरातील तसेच रुग्ण कक्षातील प्रसाधनगृहे स्वच्छ व 


नीटनेटकी ठेवण्यात येऊन सदर प्रसाधनगृहांमध्ये स्वच्छताविषयक साहित्य उपलब्ध 
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१०) 


११) 


१२) 


१३) 


१४) 


असल्याची खात्री करण्यात यावी. सर्व प्रसाधनगृहांमध्ये मुबळक पाणी पुरवठा असल्याची 


खात्री करण्यात येऊन मलः:निसारण व्यवस्थेची (Drainage System) देखभाल दुरुस्ती 
करण्यात यावी. 


शासकीय वैद्यकीय/दंत/आयुर्वेदिक महाविद्यालये व रुग्णालयांतील विविध प्रकारचे 


फर्निचर, दरवाजे, खिडक्या व झडपा तसेच नियमित हाताळण्यात येणारे पृष्ठभाग यांची 


देखभाल व दुरुस्ती करण्यात येऊन सदर वस्तूंची स्वच्छता करण्यात यावी. 


शासकीय वैद्यकीय/दंत/आयुर्वेदिक महाविद्यालये व रुग्णालयांतील नादुरुस्त विद्युत 


उपकरणांची दुरुस्ती करण्यात यावी. विनावापर असलेली विद्युत यंत्रणा तसेच 


अनावऱ्यकरित्या लोंबकळत अथवा सुट्या असलेल्या विद्युत तारा व स्वीच दुरुस्त 


करण्याबाबत अथवा काढून टाकण्याबाबत आवश्‍यक उपाययोजना करण्यात याव्यात. 


शासकीय वैद्यकीय/दंत/आयुर्वेदिक महाविद्यालये व रुग्णालयांतील जीने, जिन्यांचे कोपरे, 


जिन्यांमधील मोकळी जागा यामध्ये कोणत्याही प्रकारच्या अनावश्‍यक वस्तूंची साठवणूक 


करण्यात येऊ नये. तसेच, जिन्यांच्या स्वच्छतेबाबत आवश्‍यक त्या उपाययोजना करण्यात 
याव्यात. 


शासकीय वैद्यकीय/दंत/आयुर्वेदिक महाविद्यालये व रुग्णालयांच्या इमारतीचे प्लॅस्टर, 


इमारतीच्या आतील व बाहेरील रंग, फरऱ्या यांची देखभाल व दुरुस्ती करण्यात यावी. 


तसेच, संबंधित इमारतींमध्ये गळती होत असल्यास त्याबाबत उपाययोजना करण्यात 
याव्यात. 


शासकीय वैद्यकीय/दंत/आयुर्वेदिक महाविद्यालये व रुग्णालयांच्या इमारतींमधील 


पाणीपुरवठा यंत्रणेची देखभाल दुरुस्ती करण्यात यावी. 


शासकीय वैद्यकीय/दंत/आयुर्वेदिक़ महाविद्यालये व रुग्णालयांच्या इमारतींमधील आयुर्मान 


संपुष्टात आलेल्या यंत्रसामुग्नरीचा तसेच वाहनांचा आढावा घेऊन विहित कार्यपद्धतीने त्यांचे 


Poa करण्याबाबतची कार्यवाही करण्यात यावी. विविध ठिकाणी साठवून ठेवलेले 


अनावऱयक फर्निचर, बांधकाम साहित्य तसेच रद्दी यांची विहीत कार्यपद्धतीने विल्हेवाट 


लावण्याची कार्यवाही करण्यात यावी. 


१५) शासकीय वैद्यकीय/दंत/आयुर्वेदिक महाविद्यालये व रुग्णालयांचा परिसर प्लास्टीक 


१६) 


PRG करणेबाबत मोहिम राबविण्यात यावी. 


शासकीय वैद्यकीय/दंत/आयुर्वेदिक महाविद्यालये व रुग्णालयांच्या इमारतींमधील 


धोक्यांच्या जागांमध्ये असणारा अनावश्यक कचरा, निकामी फर्निचर, भंगार सामान तसेच 


पृष्ठ ५२ पैकी ३ 


शासन परिपत्रक क्रमांकः संकिर्ण-२०२१/प्र.क्र.३३१/प्रशा-१ 


१७) शासकीय वैद्यकीय/दंत/आयुर्वेदिक महाविद्यालये व रुग्णालयांच्या 


अनावश्यक झाडेझुडपे इत्यादी नष्ट करण्यासाठी आवश्‍यक उपाययोजना करण्यात 


याव्यात. 


इमारतींमधील 


अग्निसुरक्षा व विद्युत सुरक्षा यंत्रणा विहित मानकांप्रमाणे असल्याची खात्री करुन सदरच्या 


यंत्रणा अद्ययावत ठेवण्याबाबत उपाययोजना करावी. 


१८) शासकीय वैद्यकीय/दंत/आयुर्वेदिक महाविद्यालये व रुग्णालयांच्या इमारतींच्या 


परिसरातील बगीच्यांची निगराणी करण्यात येऊन सदर इमारतींचे परिसर स्वच्छ - सुंदर व 


आल्हाददायक राहतील याबाबत उपाययोजना करण्यात याव्यात. 


उपरोक्त सर्व उपाययोजना तातडीने करण्यात याव्यात तसेच नियमितरित्या सदर 


उपाययोजना राबविण्यात याव्यात. 


2. 


स्वच्छतेचे परिमाण 


शासकीय वैद्यकीय/दंत/आयुर्वेदिक महाविद्यालये व रुग्णालयांच्या इमारतींमधील 


उंचाविण्याकरीता उपरोक्त उपाययोजनांच्या 


आधारावर स्वच्छता 


अभियान/स्पर्धा आयोजित करण्यात येणार असून याबाबतची कार्यवाही खालीलप्रमाणे असेल :- 


करावयाची कार्यवाही 


कालावधी 


१) 


आयुक्त (वेद्यकीय शिक्षण व आयुष), यांच्या स्तरावर राष्ट्रीय 


सदर परिपत्रक निर्गमित 


सुरक्षा परिषदेचे अधिकारी तसेच संबंधित अधिकारी यांचा समावेश 


झाल्याच्या दिनांकापासून 


करुन जास्तीत जास्त पाच सदस्यांचे पथक निर्माण करण्यात 
यावे. 


८ दिवस. 


शासकीय  वैद्यकोय/दंत/आयुर्वेदिक महाविद्यालये व 


सदर परिपत्रक निर्गमित 


रुग्णालयांमधील संबंधित अधिष्ठाता यांच्या अध्यक्षतेखाली मुख्य 


झाल्याच्या दिनांकापासून 


प्रशासकीय अधिकारी/ विशेष कार्य अधिकारी तसेच इतर संबंधित 
अधिकारी यांचा wader करुन स्वच्छता अभियानाच्या 
अंमळबजावणीकरीता समिती नेमण्यात यावी. 


८ दिवस. 


स्वच्छता अभियान/स्पर्धा यांची तयारी या परिपत्रकातील 
सूचनांनुसार करण्यात यावी. 


सदर परिपत्रक निर्गमित 
झाल्याच्या दिनांकापासून 
३० दिवस. 


आयुक्त (वेद्यकीय शिक्षण व आयुष) यांच्या अध्यक्षतेखालील 


सदर परिपत्रक निर्गमित 


समितीने, शासकीय वैद्यकीय/दंत/आयुर्वेदिक महाविद्यालये व 
रुग्णालयांचे निरीक्षण या परिपत्राकासोबत जोडलेल्या 
परिशिष्टांमध्ये नमूद केलेल्या बाबींनुसार, निरीक्षण करावे. 


झाल्याच्या दिनांकापासून 
४५ दिवस. 


4) 


आयुक्त (वेद्यकोय शिक्षण व आयुष) यांच्या अध्यक्षतेखालील 


निरिक्षण केल्यापासून १५ 


समितीने केलेल्या निरिक्षणाच्या आधारावर शासनास निकाल 
सादर करावा. 


दिवस. 


उपरोक्त निकाल प्राप्त झाल्यावर करावयाची अंतिम कार्यवाही. 


निकाल प्राप्त 
झाल्यापासून १५ दिवस. 
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३. या परिपत्रकासोबत जोडलेल्या परिशिष्टातीलळ बाबींच्या अनुषंगाने शासकीय 


वैद्यकीय/दंत/आयुर्वेदिक महाविद्यालयांचे मूल्यमापन एकूण २०० व रुग्णालयांचे मूल्यमापन एकूण 


५०० गुणांकानुसार करण्यात येऊन एकत्रित गुणांकन ७०० च्या आधारावर सदर स्वच्छता 


अभियान/स्पर्धा यांमध्ये प्रथम पाच उत्कृष्ट काम करणाऱ्या संस्थांना सन्मानचिन्ह व प्रशस्तीपत्र 


देऊन सन्मानित करण्यात येईल तसेच सदर उत्कृष्ट कामाची नोंद संबंधित अधिष्ठाता तसेच 


अधिकारी/कर्मचारी यांच्या गोपनीय अहवालात घेण्यात येईल. उर्वरित संस्थांना उत्तेजनार्थ 


प्रकास्तीपत्रक देण्यात येईल. 


8. सदर परिपत्रक महाराष्ट्र शासनाच्या छ%.॥१॥१90॥1119.200.11 या संकेतस्थळावर 


उपलब्ध करण्यात आले असून त्याचा संकेतांक २०२२०७१४२००४४१०५१३ असा आहे. हे परिपत्रक 


डिजीटल स्वाक्षरीने साक्षांकीत करुन काढण्यात येत आहे. 


महाराष्ट्राचे राज्यपाल यांच्या आदेशानुसार व नावाने, 


Digitally signed by Prakash 

Babanrao Surwase 

Date: 2022.07.15 17:52:36 +05'30' 

Adobe Reader version: 11.0.20 
(THAT सुरवसे) 


उपसचिव, महाराष्ट्र शासन 


. मा.राज्यपाल यांचे प्रधान सचिव 


. मा.मुख्यमंत्री यांचे प्रधान सचिव 


१ 
2 
३. मा.उपमुख्यमंत्री यांचे प्रधान सचिव 
४. सर्व मा.मंत्री/ मा.राज्यमंत्री यांचे खाजगी सचिव 


५. मा.विरोधी पक्षनेता, महाराष्ट्र विधानसभा यांचे खाजगी सचिव, महाराष्ट्र विधानमंडळ 


सचिवालय, विधानभवन, मुंबई 


६. मा.विरोधी पक्षनेता, महाराष्ट्र विधानपरिषद यांचे खाजगी सचिव, महाराष्ट्र विधानमंडळ 


सचिवालय, विधानभवन, मुंबई 
७. सर्व मा.विधानसभा सदस्य 


८. सर्व मा.विधानपरिषद सदस्य 


९. मा.मुख्य सचिव, मंत्रालय, मुंबई 


१०.अपर मुख्य सचिव/ प्रधान सचिव/ सचिव, सर्व मंत्रालयीन विभाग 


११.आयुक्‍्त (वैद्यकीय शिक्षण व आयुष), वैद्यकीय शिक्षण व संशोधन संचालनालय, मुंबई 
१२.सर्व जिल्हाधिकारी 
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१३.संचालक, वैद्यकीय शिक्षण व संशोधन संचालनालय, मुंबई 
१४.संचाळक, आयुष संचाळनालय, मुंबई 


१५.सर्व सहसंचालक, वैद्यकीय शिक्षण व संशोधन संचालनालय, मुंबई 
१६.अधिष्ठाता, शासकीय वैद्यकीय/दंत/आयुर्वेदिक महाविद्यालये व रुग्णालये (सर्व) 


१७.सर्व सहसचिव/ उपसचिव यांचे स्वीय सहाय्यक, वैद्यकीय शिक्षण व औषधी द्रव्ये विभाग, 
मंत्रालय, मुंबई 

१८. वैद्यकीय शिक्षण व औषधी द्रव्ये विभाग (सर्व कार्यासने) 

१९.निवडनस्ती (प्रशासन-१). 
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परिशिष्ट 


शासन परिपत्रक क्रमांक: संकिर्ण-२०२१/प्र.क्र.३३१/प्रशा-१, दिनांक १४/०७/२०२२ सोबतचे 


SCORE OF CLEANLINESS CHECKLIST FOR HOSPITAL 


Code pace Minimum | Maximum | Score 
Score Score Obtained 
1.1 Hospital Entrance, Premises & Building Area [|e] 52 
1.2 Corridors ax] 14 
1.3 Wards oes 34 
1.4 OT/ Labour Rooms / Procedure Rooms eons 30 
1.5 Isolation and Barrier Rooms/ Wards [2] 34 
1.6 Infection Control Programme जित [se 
1.7 Hospital Acquired Infection Surveillance [ae] 10 
1.8 Environment Control [oe] [2] 
1.9 Security Services [So] 14 
1.10 Statuary Compliances Sas] 10 
2.1 Toilets General Information [a | | =] 
2.2 Individual Toilet Information [28] 2p) 
3 Water Sanitation & Management for Facility a] 24 
4 Drainage System Management for Facility [|e [oe 
5 Disinfection & Sterilization of Instruments aos Sa 
| 6 | Personal Protective Practices [ e 20 
Civil, Electric and PWD Related Work for all 
7 : Facili oe 48 
areas in the Facility 
Electric safety checklist for all areas in the 
a Facil 8 28 
Facility 
BIOMEDICAL WASTE MANAGEMENT 
9.1 ee 12 
General 
92 Segregation, Collection and Transportation of 8 a 
: Biomedical Waste 
9.3 Sharp Management Ly 10 
9.4 Storage of Biomedical Waste a [=e] 
9.5 Disposal of Biomedical waste [ed] 10 
| 96 | Management of Hazardous Waste [ae] 
9.7 Solid General Waste Management [fo] 4 
| 98 8 Liquid Waste Management [a 10 
Equipment and Supplies for Bio Medical Waste 
99 .9 oo 10 
Management 
9.10 Spill Management Lees 10 
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10 Laundry Services & Linen Management 12 
11 Kitchen Services 22 
Total Hospital Score 500 
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CLEANLINESS CHECKLIST FOR HOSPITAL 


Name of Hospital: - 


Date of Inspection: 


Parameter 1 


GENERAL CONSIDERATIONS 


Code 1.1 Hospital Entrance, Premises & Building Area 
Sr. Element Score | 
No 1 ee 1 2 Given 
Facility’ partially 
1 | Facility’s front area not cleaned fully cleaned 
cleaned 
2 Internal Roads, Pathways, waiting area, ल यात partially fully cleaned 
etc. are clean and maintained cleaned & maintained 
3 Green Areas/Parks/ Open spaces are well | partially well 
maintained maintained maintained 
वाण्या णा? available & 
4 | Provision of Herbal/Oxygen Garden not available but not ae 
he maintained 
maintained 
ee no water 
5 | Water logging in open areas present शिका त 
Unauthorized occupation within the 
a no such 
6 facility, encroachment on present शकि a ३३२ 
Hospital/Facility land 
7 | Stray animals within the facility premises present शका absent 
8 | Pest Control Measures are implemented Not शिका implemented 
in the facility (Schedule with response) implemented and regular 
Anti-termite Treatment measures of the 
rae fj Not Implemented 
He wooden furniture and fixtures (Schedule . po 
' implemented and regular 
with response) 
10 | Walls are well- plastered and painted 1 P| त. 
maintained maintained 
1] Interior of patient care areas are plastered Poorly शिका well 
& painted maintained maintained 
Name of the Facility is prominently ; ; eae PONS 
TZ | No display incomplete Complete 
displayed at the entrance : : 
Display display 
13 | Uniform signage system in the Facility no signage pe proper signage 
Facility has a system for periodic Marea | Asean 
14 | maintenance of infrastructure at pre- 6-12 Months 
fj : year Months 
defined interval 
Electric wiring and Fittings are ee improper proper 
15 se not maintained ; : 
maintained maintenance maintenance 
Less than 6 
16 Last Inspection done by PWD for More than 6 months but Less than 2 
structural Audit months more than 2 months 
month 
2 or ee Facili adequate 
17 Adequate illumination in the Facility inadequate birt less adequate 
(defined) : ae illumination 
illumination 
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Present in all 


18 | Use of energy efficient LED bulbs not available in some areas nak 
. a कावा improperl roperl 
19 | Window and doors are maintained not maintained Perey P : 9 ् y 
maintained maintained 
Patient B Mattresses in क्ल improperl roperl 
20 e : eds & Mattresses are in good not maintained 4 ९०८ y ए "गू? y 
condition maintained maintained 
Trolleys, Stretcher heel Chairs, etc. ग्वा improperl roperl 
21 olleys, 9 क . - ers, Wheel C =e not maintained 0 ns y P २० y 
are well maintained maintained maintained 
Furniture at the nursing station, staff तं तया 
22 | room, administrative office are not maintained 3109-39 Bere 
aie maintained maintained 
maintained 
. ae . P i P i 
23 | junk material in patient Care areas ete cen absent 
many areas some areas 
. de isd ; P ti P ti 
24 | junk material in Open Areas and corridors nue ete. absent 
many areas some areas 
. er we , Present in Present in 
25 | junk material in critical service area absent 
many areas some areas 
Facili र i roperl 
acility has demarcated space for keeping no space Available but propen'y 
: ; . demarcated 
condemned junk material available overcrowded FE . 
and Functional 
26 Policy 
Facility has documented and : available but Available & 
: ‘ : no policy 
implemented Condemnation policy not Implemented 
Implemented 
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Parameter 1 


GENERAL CONSIDERATIONS 


Code 1.2 Corridors 


Note: Each corridor of all hospital building needs to be assessed & Fill 1.2 Corridors 


information for each building 


Name of Hospital Building assessed: 


Sr. Score ee 
No Element . 
10 | 1 2 Given 
. र का artiall roperl 
1_ | Corridors Maintenance Not maintained 9 ae y P री P र y 
maintained maintained 
: eee More than 
Corridors are cleaned at least twice in Once or Less . , 
2 . 1-2 times 2 times a 
the day with wet mop than Once day 
Corridors are rigorously cleaned with 
3 | scrubbing/flooding once in a month No L > | Yes 
(Schedule and Response) 
.. Present in f Present in 
Presence of Fire Safety Alarm system None areas ree ie 
4 areas all areas 
Presence of Fire Extinguishers, Smoke Present in few | Present in 
: None areas 
detectors and Sprinklers areas all areas 
: : . Present in f Present in 
5 | Display of Effective Signage None areas : पि क 
areas all areas 
: Present in fe Present in 
6 Presence of Security cameras None areas = ” . 
areas all areas 
Presence of any Junk or Discarded items Present in few | Present in 
7 री None areas 
and furniture areas all areas 


a SS 


c/a): - 


Total number of hospital Buildings examined: - 
Scoring done for each corridor of Building: - Yes/ No 
If Yes, Aggregate Score for all the corridors: - 
Average score (Aggregate score / Total number of Hospital building examined i.e 
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Parameter 1 


GENERAL CONSIDERATIONS 


Code 1.3 Wards 
Note: Each ward needs to be assessed & Fill 1.3 Ward information for each ward 
Name of Ward: 
Sr Element Score | 
No a ee 1 2 Given 
Wards are cleaned at least thrice in the day Dice or less : : 
1 : than Once a 2 times aday | 3 times or more 
with wet mop day 
Wards are rigorously cleaned with 
a scrubbing/flooding once in a month ne P| 5 
3 | Patient Furniture, Mattresses, Fixtures, etc | not maintained व) properly 
maintained maintained 
4 Floors, walls, furniture and fixture are ता कत partially well 
thoroughly cleaned & maintained maintained maintained 
5 Presence of Safety Alarm system No Fe Yes 
Presence of Fire Extinguishers, Smoke N po | Yes 
detectors and Sprinklers . © 
| 6 | Display of Effective Signage No | le Yes 
7 | Presence of Security cameras No i Yes 
Adequate provision for Medicine storage Inadequate nae 
E sad गी Storage & 2 storage and 
ee Supply Supply 
dak Go pune त 1 ea Present and Incompletely Completely 
a medical waste collection, segregation and followed Followed followed 
disposal as per BMW standards 
Presence and Maintenance of Nursing Present but not Present and 
10 : Absent fee ae 
station maintained maintained 
Presence and Maintenance of Side rooms Present but not Present and 
11 ae neue Absent ae ल्क 
for Clinic Examination and procedures maintained maintained 
12 | Presence and Maintenance of pantry room Absent oe ee ei ae ie 
maintained maintained 
Storage and maintenance of Record Present but not Present and 
13 : Absent ne Cae 
Keeping area maintained maintained 
14 Presence of any Junk or Discarded items No शिका ग 
and furniture 
15 Adequate provision for patients relatives & ean Present but not Present and 
other Visitors with dedicated time limits ci followed followed 
Staff knows how to make Chlorine 
16 | Solution (% of Solution) as per standard — | 0-30% Statf | 30-70% Staff | 70-100 % Staff 
Norms (Assess 10 staff involved in 
equipment sterilization) 
Decontamination of instruments after use Irregularly oe and 
17 Not done Periodically 
as per standard Norms done ond 


Total number of Wards: - 


त ला डि 


Scoring done for each ward: - Yes/ No 
If Yes, Aggregate Score for all the wards: - 
Average score (Aggregate score / Total number of wards examined i.e c/a): - 
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Parameter 1 


GENERAL CONSIDERATIONS 


Code 1.4 


OT/ Labour Rooms / Procedure Rooms 


Note: Each OT/ Labour Rooms / Procedure Room needs to be assessed & Fill 1.4 for 


each unit 


Name of OT/ Labour Rooms / Procedure Room: 


Sr Fiewneat Score Score 
No a ee 1 2 Given 
OT/Procedure rooms maintained and Cleaned ee Incompletely | Well maintained 
1 not maintained eae 
as per standard norms maintained and followed 
OT/Procedure/Labour Room floors and Gator less निह ी 
2 | procedures surfaces are cleaned at least twice 1-2 times : 
f than Once times a day 
a day/after every surgery 
3 OT/Procedure rooms are rigorously cleaned No [=] Yes 
with scrubbing/flooding once in a month 
F : री का partially ae 
4 loors, walls, furniture and fixture not maintained es well maintained 
maintained 
Presence of Fire Safety Alarm system No ae ळी Yes 
5 Fi ae 
Presence of Fire Extinguishers, Smoke No Le] Yes 
detectors and Sprinklers 
| 6 | Display of Effective Signage No i = Yes 
7 | Presence of Security cameras No i = 4 Yes 
Adequate provision for Medicine storage and Inadequate 
: री oe Adequate storage 
a supply including emergency medicines and Storage & (a | 
: and Supply 
machines Supply 
aoe os Provision te Practices 108 a Present and Incompletely Completely 
a medical waste collection, segregation and followed allowed allowed 
disposal as per BMW standards 
10 Presence and Maintenance of Side rooms/ paca Present but not Present and 
Doctors Room/ Nursing Rooms maintained maintained 
11 । Presence and Maintenance of pantry room Absent presen Pat ल्य preset and 
maintained maintained 
Storage and maintenance of Record Keeping Present but not Present and 
12 Absent re se 
area maintained maintained 
13 Presence of any Junk or Discarded items and No l= | Vas 
furniture 
Adequate facility and Maintenance for Piscean ता काया 
14 | waiting area for patients relatives & other Absent ae ry wanted 
Visitors with dedicated time limits 
Decontamination of operating and Surface Irregularly Resulacand 
examination table, dressing tables etc. after Not done ee 
done Periodically done 
every procedures as per standard norms 
15 | Staff knows how to make Chlorine solution 


(% of Solution) as per standard Norms 
(Assess 10 staff involved in equipment 
sterilization) 


0-30 % Staff 


30-70 % Staff 


70-100 % Staff 


20९9 


examined i.e c/a): - 


Total number of OTs, Labour rooms, procedure rooms: - 
Scoring done for each Unit:- Yes/ No 
If Yes, Aggregate Score for all the Units: - 

Average score (Aggregate score / Total number of units/ instruments 
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Parameter 1 


GENERAL CONSIDERATIONS 


Code 1.5 


Isolation and Barrier Rooms/ Wards 


Note: Each Isolation and Barrier Rooms/ Ward needs to be assessed & Fill 1.5 for each 


unit 


Name of Isolation and Barrier Rooms/ Ward: 


Sr Score Score 
No Element Given 
| 0 1 2 
1_ | Provision of Isolation wards as per standard norms No | - yes 
2 Infectious patients are not mixed for general Mixed a Complete 
patients isolation 
Maintenance of adequate bed to bed distance in Not nae 
3 ae Le Maintained 
wards maintained 
4 | Restriction of external foot wear in critical areas no | - yes 
5_ | Restriction of visitors to Isolation Area no i ee | yes 
Isolation Rooms/ wards are cleaned at least twice a 
6 | no शिका yes 
day 
Isolation Rooms/ wards are rigorously cleaned with 
a : ‘ 5 No po Yes 
scrubbing/flooding once in a month 
8 | Floors, walls, furniture and fixture : me partially uel 
maintained | maintained maintained 
षि Presence of Fire Safety Alarm system No | - Yes 
Presence of Fire Extinguishers, Smoke detectors 
: No r= Yes 
and Sprinklers 
10 | Display of Effective Signage No | Yes 
11 | Presence of Security cameras No 1_- | Yes 
Adequate provision for Medicine storage and Inadequate Adequate 
12 | supply including emergency medicines and Storage & po storage and 
machines Supply Supply 
Adequate provision & Practices for Bio-medical Present and | Incompletely | Completely 
13 | waste collection, segregation and disposal as per FE 
followed ollowed followed 
BMW standards 
Presence and Maintenance of separate Side rooms Eresentbut Present and 
14 f Absent not cg of 
or any procedures, etc ae maintained 
maintained 
Present but लला कात 
15 | Presence and Maintenance of pantry room Absent not ae 
3. maintained 
maintained 
Pree 00 Present and 
16 | Storage and maintenance of Record Keeping area Absent not Ce 
as maintained 
maintained 
7 Presence of any Junk or Discarded items and No po Yes 


furniture 


Po eS 


Total number of Isolation Wards/ Nursing Homes:- 
Scoring done for each area :- Yes/ No 

If Yes, Aggregate Score for all the areas: - 
Average score (Aggregate score / Total number of units examined i.e c/a): 
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Parameter 1 


GENERAL CONSIDERATIONS 


Code 1.6 Infection Control Programme 
Sr Element Score Score 
No | OT 1 2 Given 
Infection Control Committee is constituted Not pvallable pus Available & 
1 f : ; Facil : non-functional F : 
and functional in the Facility available unctional 
as per mandate 
2 Regular Monitoring of infection control Not Irregularly Regularly 
practices Followed Followed Followed 
3 Antibiotic Policy is implemented at the Not Available but Available & 
facility as per standard norms available not followed Followed 
Immunization of Service Providers (Assess 0-30 % 30-70 % State | 70-100 % Staff 
4 10 Staff) Staff 
Regular Medical check- ups of food Checked as per Booey ane 
: ff Not checked Periodic 
handlers and housekeeping sta need ki 
Checking 


पृष्ठ ५२ पैकी १५ 


शासन परिपत्रक क्रमांकः संकिर्ण-२०२१/प्र.क्र.३३१/प्रशा-१ 


Parameter 1 


GENERAL CONSIDERATIONS 


Code 1.7 Hospital Acquired Infection Surveillance 
Sr Element Score Score 
No | oOo | 1 2 Given 
Regular microbiological surveillance of Critical, Periodically done 
1 ee an Not done a 
Semi-critical and Non-critical areas as per norms 
Facility measures for Surgical Site Infection Regular and 
2 no po cd 
Rates Periodic 
3 | Facility measures for Device Related HAI rates no pe Regular ene 
Periodic 
4 Facility measures for Blood Related and aie ez Regular and 
Respiratory Tract HAI Periodic 
Facility takes corrective Action on occurrence of Regular and 
5 no mm gods 
HAIs Periodic 
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Parameter 1 


GENERAL CONSIDERATIONS 


Code 1.8 Environment Control 
Sr गालाला! Score Score 
No | oo 1 2 Given 
Maintenance of positive air pressure in OT and ICU ae ma त 
1 maintained maintained 
Maintenance of air exchanges in OT and ICU Ae po Well 
maintained maintained 
2 | Maintenance of Layout in OT No शिल wel 
maintained maintained 
Carbolization and Fumigation of OT and Labour Regular and 
3 no po क 
Room Periodic 
4 | General and patient traffic are segregated in Facility no a yes 
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Parameter 1 


GENERAL CONSIDERATIONS 


Code 1.9 Security Services 
a Element = जटा 
No 0 1 2 Given 
The main gate of premises, Facility : 
1 | building, wards, OT, Labour room and Not secured Secured 0 oe) 
some areas secured 
waste storage are secured 
The security personal are meticulously 
2 decesed and smartly गाझी ता no some personal | All personnel 
3 | Presence of Emergency response team No शिका yes 
4 There is a robust crowd management No Ley es 
system 
Security personal reprimands attendants, 
5 who found indulging into unhygienic aes = 
behaviour - spitting, open field urination > 
& defecation, etc. 
6 | Un-authorised vendors are not present 1 1. ७ Not present 
inside the campus. 
7 | Duty Chart Available at all points Not available शिका Available 
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Parameter 1 GENERAL CONSIDERATIONS 
Code 1.10 Statuary Compliances 
oe Element Score 
No 0 1 2 Given 
The Health Facility has a valid authorization for Available but Available & 
1 ‘ ; no F : 
Bio Medical waste not renewed unctional 
2 The Health Facility submits Annual report to ia Submits as per Annually 
pollution control board need submitted 
The Health Facility has a system of review and 
monitoring of BMW Management through an . Available & 
3 ner : ect no irregular Functi 
existing committee or by forming a new unctional 
committee 
The Health facility maintains its website and : Regularly 
4 : no irregular one 
annual report is uploaded maintained 
The Health Facility maintains records, as 
. : : ; Regularly 
5 | required under the Biomedical Waste Rules no irregular तत त्त 
2016 & 2018 (amendment) 
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Parameter 2 Hospital Toilets 
Code 2.1 Toilets General Information 
Sr Hine Score : 
No | 0 | 1 2 Given 
Use of Housekeeping Checklist in Patient Care Areas 0-30 % 30-70 % | 70-100 % 
1 | (OPD, Wards, etc) areas areas areas 
Use of Housekeeping Checklist in Procedure Areas 0-30 % 30-70 % | 70-100 % 
(OTs, Labour Room) areas areas areas 
2 Use of separate mops for critical and semi critical areas 0-30 % 30-70 % | 70-100 % 
and procedures surfaces as per standard norms areas areas areas 
3 Disinfection and washing of mops after every cleaning 0-30 % 30-70 % | 70-100 % 
cycle per standard norms areas areas areas 
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Parameter 2 


Hospital Toilets 


Code 2.2 


Individual Toilet Information 


Note: Each Toilet needs to be assessed & Fill 2.2 for each Toilet 


Location of Toilet: 


Sr Element Score | 
No | 0 1 2 Given 
1 Toilet Cleanliness and Maintenance regularly as not cleaned ps | fully cleaned & 
per norms regularly maintained 
2 Toilet walls, roofs, floors, windows, etc are not cleaned pe | fully cleaned & 
cleaned & maintained regularly maintained 
3 | Toilets have running water and functional cistern he शिका adequately 
available available 
4 Sinks and Cistern are cleaned every two hours or No शिका Yes 
whenever required 
Availability of Detergent Disinfectant 
5 | solution/Hospital Grade Phenyl for Cleaning No po Yes 
purpose 
Availability of carbolic Acid/ Bacilocid for surface 
6 | ee T No a Yes 
cleaning in procedure areas - OT, Labour Room 
‘lability of f : Adequate & 
7 Availability of Buckets and carts for Mopping Inadequate ps | पणी ठाया 
be na : : Adequate & 
Availability of Cleaning Equipment Inadequate शिक णाजी लाचा 
T f , Not 
8 | Use of Three bucket system for cleaning कचा गोह p= | Used Properly 
| 9 | Use of Housekeeping Checklist in Toilets No 0. oe 41 Yes 
10 A person is designated for monitoring of Ne शिका की 
Housekeeping Activities 
Monitoring of adequacy and quality of material no coe वट 
11 ढु ck = Periodic 
used for cleaning monitoring Nites 
Monitoring 


a. No. of toilets in the building: - 


b. Scoring of each toilet as per specific points mentioned below:- Yes/ No 
c. If Yes, Aggregate score for all toilets: - 
d 


Average score (Aggregate score / Total number of units examined i.e c/a): 
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Parameter 3 


WATER SANITATION & MANAGEMENT FOR FACILITY 


Code 3 Water Sanitation & Management for Facility - General Information 
Sr E Score 
No lement a 1 9 Remark 
1 Water supply is adequate in Quantity & inadequate P| adequate 
Quality 
2 Water supply system is maintained in the मडळ मागा दा Le properly 
Facility maintained 
3 There is a system of periodical inspection AG irregular regular 
for water wastage inspection inspection 
4 | The Facility promotes water conservation No P| Yes 
5 There is storage tank for the water and Ne Cleaned as per Periodically 
tank is cleaned periodically need Cleaned 
6 | Drinking Water is chlorinated as per norm No Lo. _| Yes 
: : boa Testing as per Periodically 
7 | Quality of Water is tested periodically no ead ववत्त 
8 | F acility has a functional rain water No शिंक Yes 
harvesting system 
9 | Record keeping of quality control and पणि चालत Incompletely Well 
other aspects maintained maintained 
10 Display of Hand washing Instructions at ae se त्त ie 
all washing places 
Staff is aware of when to hand wash ff ff 
11 | (Assess 10 Staff) 0-30 % Sta 30-70 % Staff | 70-100 % Sta 
Demonstration of 6 steps of Hand पहा हह हाले 
washing by available staff (Check 3 Staff) P P 
12 | Availability of Alcohol Based hand rub no ee adequate 
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Parameter 4 DRAINAGE SYSTEM MANAGEMENT FOR FACILITY 
Code 4 Drainage System Management for Facility - General 
Sr हतया Score Score 
No | oOo | 1 2 Given 
1 | Availability of closed drainage system no evans mt ae य 
not maintained maintained 
2 Availability of connection with Municipal Sewage Aa Available but Available & 
System/or Soak Pit not maintained maintained 
No Blockage in 
3 | blocked/over- flowing drains in the facility Yes Some Areas any area & well 
maintained 
4 | All the drains are cleaned once in a week no eee regular cleaning 
cleaning 
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Parameter 5 


DISINFECTION & STERILIZATION OF INSTRUMENTS 


Code 5 Disinfection & Sterilization of Instruments - General 
Sr गाशा Score = 
No | Oo | 1 2 Given 
1 | Adherence to Protocols for autoclaving no | - yes 
Adherence to Protocol for High Level disinfection no |__| yes 
2 | Use of Signal Locks for sterilization no | - yes 
3 | Chemical Sterilization of instruments done as per protocol no ha yes 
4 | Sterility of autoclaved pack maintained during storage no aaa yes 
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Parameter 6 


PERSONAL PROTECTIVE PRACTICES 


Code 6 Personal Protective Practices - General 
Sr Picnient Score Score 
No | OOF 1 2 Given 
Use of Gloves during procedures and examination Used only 
1 : : no : Always used 
(Examine any three sites) sometimes 
Correct method of wearing and removing gloves (Assess 0-30 % Staff 70-100 % 
2 | 10 Staff) ga ee? ese Staff 
The staff is aware of use of gloves, when to use 0-30 % Staff 70-100 % 
2 (occasion) and its type (Assess 10 Staff) Staff ६८-५० Staff 
4 | Use of Masks and Head cap (Examine any three sites) no mee only Always used 
sometimes 
Correct Method of wearing mask and cap (Assess 10 0-30 % Staff 70-100 % 
> | staff) Sane Joe कीच Staff 
6 Use of Heavy-Duty Gloves and gumboot by waste eu Le | Alwaysused 
handlers 
4 Use of aprons/Lab coat by the clinical staff (Examine any a aa Always used 
three sites) 
| 8 | Adequate supply of Personal Protective Equipment (PPE) no fe Always used 
9 No re-use of disposable personal protective equipment विच्या pe Not reused 
sometimes 
The Staff is aware of Standard Precautions (Assess 10 0-30 % Staff 70-100 % 
10 | staff) Sa. | oe eee Staff 
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Parameter 7 


CIVIL, ELECTRIC AND PWD RELATED WORK FOR ALL AREAS 
IN THE FACILITY — Hospital Building 


Code 7 Civil, Electric and PWD Related Work for all areas in the Facility - 
General 
Sr E Score | 
No lement त] 1 ) Given 
In process/ 
1 | Fire safety committee in the Department No renewal Established 
pending 
In process/ 
2 | Emergency response team No renewal Established 
pending 
Arrangement of fire fighting training for Available but Reena a 
3 f No least once in 6 
the staf. Not regular 
months) 
4 | Internal fire audit No शिंक mote र वदया 
intervals 
5 | External fire audit No ॥ ७ | वित ape sulla 
intervals 
| 6 | Inspection on monthly basis Not done oe | Done 
: : . Present but Present and 
7 | Displaying of posters and signage No damaged clearly visible 
ae Demonstration of fire extinguisher usage Not done शिका ene नटवा चा 
intervals 
9 | Fire drill in the department Not done शिओां icin aureus 
intervals 
aie ; : Done whenever 
10 Fire incident reporting and recording पहा तता 1 - | ह ह गी 
system 
takes place 
Present in 
Nerercsoncat Present but not sufficient 
11 | Fire exit doors and windows ae maintained number 
all bo 
properly Maintained 
properly 
Smoke detectors available in the ane sander’ 
12 No or not displayed Present 
department 
properly 
13 । Combustibles management ae eudelnes ae pone ९00 
available to guidelines 
eee . Done with a 
14 | Record keeping in safe area Not available Ped dedicated area 
Kitchen area fire compliant 
, No guidelines Done according 
15 | Handling of flammables ; Ee ngs 
available to guidelines 
16 | LPG cylinders storage area गाण BRODY. fe Stored properly 
stored 
pete Present and 
17 | Ramps and staircase non- functional po 


(jammed area) 


functional 
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Installed but Installed and in 
18 | Fire detection alarm system Not present not working working 
installation condition 
Present at fe Present at all 
19 | Manual of use Not present oe : sis sik e 
sites sites 
Portable fire extinguisher 
: ी Present in few Present at all 
20 | Location (Assess at least 3 sites) Not present : 
areas the sites 
>50% not in Few are not in . , 
डा : : ki All in working 
21 | Condition (Assess at least 3 sites) working working ie 
ne ve condition 
condition condition 
22 | Signage (Assess at least 3 sites) Not present हया! Avion शिला atall 
sites the sites 
Emergency evacuation Map (A t 
23 ergency evacuation Map (Assess a Not present Present at few Present at all 
least 3 sites) sites the sites 
cee : see Installed but Installed and in 
Communication system in the hospital in : : ; 
24 : Not installed | don’t know the working 
case of fire outbreak i 
current status condition 
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Parameter 8 


ELECTRIC SAFETY CHECKLIST FOR ALL AREAS IN THE 
FACILITY — Hospital Building 


Code 8 Electric safety checklist for all areas in the Facility - General 

Sr E Score Score 

No lement a 1 ) Given 

1 Regular testing and examinations of क po Done 
electrical equipment frequently 
Preventive maintainance practices like 

2 | Earthing (Assess at least 3 sites) 0-30 % areas 30-70 % areas 70-100 % areas 

3 | Insulating mats (Assess at least 3 sites) 0-30 % areas 30-70 % areas 70-100 % areas 

4 Electric work permit system (Assess at 0-30 % areas 30-70 % areas 70-100 % areas 

least 3 sites) 
Electrical hand tools 
: Done 
5 | Inspection Not done Pe frequently 
: Done 
Le Record keeping Not done |. ७. | freqiieatly 
Earthing system 
Record of earthling pit resistance oe a 
1 ; Not done po record is 
(Assess at least 3 sites) ae 
maintained 
Flame proof electrical equipment NOE povided Missing at few Provided at all 
| विडा : majority of the : : 
fittings (Assess at least 3 sites) nie sites sites 
Emergency lighting system/ Generator Not 1 Missing at few Present at the 
| : majority of the : : 
backup (Assess at least 3 sites) ice sites vital areas 
Appointment of electrical safety व ‘ 

10 pthicee for the medical colleses Not appointed In process Appointed 
Not done to all see anne 
the staff in th री 

11 | Training on electrical safety Not done a . hospital at 
hospital/ done 

infrequently teu! 
intervals 
Prepared and 
= ' present at all 
12 First aid box for emergency (Assess at Not prepared Present at few क ता ताठा 
least 3 sites) locations 
(e.g. OPDs, 
ICUs, etc) 
DO’s and DON’ Ts sign at entrance of Present but Present and 
13 ढे Not present damaged or need oo 
the electric room clearly visible 
replacement 
Level is not Level is 
according to the | according to the 
14 | Illumination level record maintenance Not done standards or/ standards and 


record is not 
maintained 


record 
maintained 
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Parameter 9 BIOMEDICAL WASTE MANAGEMENT 
Code 9.1 General 
Score 
a Elements १0008 Given 
| oo | 1 2 
The Hospital leadership is aware of Biomedical Waste ee Kees 
1 | Rules 2016 including key changes in the 2018 no following following 
amendment 


incomplete Implemented 


2 | The facility has implemented Biomedical Waste Rules no ; ; 
implementation | everywhere 
The facility has started undertaking actions for bar/ . 
3 : no inadequate yes 
Colour coding system 
Fi The facility has effective signage system at all places a योत वाहे त 


for BMW management as per standards 


An existing committee or newly constituted committee 

; ee Not 
5 | for review and monitoring of BMW management at 
Facility level 


Existing but Existing & 
existing | non-functional | Functional 


Not 


Aone Infrequent Frequent 


6 | Training of involved staff is done as per standards 
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Parameter 9 


BIOMEDICAL WASTE MANAGEMENT 


Code 9.2 Segregation, Collection and Transportation of Biomedical Waste 
Sr. Hianent Score Score 
No | 0 | 1 2 Given 
1_ | Segregation of BMW is done as per BMW norms no | | adequate 
The facility has linkage with a CWTF Operator or has deep 
2 oer ies ged क no | =| yes 
burial pit (with prior approval) 
3 | Biomedical waste bins are covered no inadequate | adequate 
Transportation of biomedical waste is done in closed : 
4 : no inadequate | adequate 
container/trolley 
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Parameter 9 


BIOMEDICAL WASTE MANAGEMENT 


Code 9.3 Sharp Management 
Sr. बोलाया Score Score 
No | 60 1 2 Given 
Disinfection of Broken/Discarded Glassware is done as Done in Done in 
1 : Not done 
per recommended procedure (Assess at least 3 sites) some areas | all places 
Disinfected Glassware is stored as per protocol given in Dancin ळ्या 
2 | Schedule I of the BMW Rules 2016 & 2018 Not done मत लाल गी हेत वड 
(amendment) (Assess at least 3 sites) P 
The Staff uses needle cutters for cutting/ burning the Done in Done in 
3 : : Not done 
syringe hub (Assess at least 3 sites) some areas | all places 
Sharp Waste is stored in Puncture proof containers Done in Done in 
4 : Not done 
(Assess at least 3 sites) some areas | all places 
5 Staff is aware of needle stick injury Protocol and PEP is 0-30 % 30-70 % 70-100 
available to the staff (Assess at least 10 staff) Staff Staff % Staff 
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Parameter 9 


BIOMEDICAL WASTE MANAGEMENT 


Code 9.4 Storage of Biomedical Waste 
Sr. गालाला Score Score 
No | lO 1 2 Given 
Dedicated Storage facility is available ' : 
1 | for biomedical waste and it has no pare placer 
biohazard symbol displayed ९ . र 
: : . f Stored for 
2 Nae sie लि Te svt sO तात more than 1 1-2 days Cleared daily 
day 
The storage facility has hand-washing री F : 4 
3 | facilities for the workers (Assess at least Not available vane a een 
ales) some areas places 
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Parameter 9 


BIOMEDICAL WASTE MANAGEMENT 


Code 9.5 Disposal of Biomedical waste 
Score 
a Elements Score Given 
a ee 1 2 
1 The Health Facility has adequate arrangements for aa Le] a 
disposal of Biomedical waste as per standard norms 
2 | Recyclable waste is disposed as per standard norms no | yes 
Deep Burial Pit is constructed as per norms given in 
3 | the Biomedical Waste Rules 2016 & 2018 no a yes 
(Amendment) 
Disposal of Expired or discarded medicine is done as 
4 | per protocol given in Schedule I of BMW Rules 2016 no |= | yes 
& 2018 (Amendment) 
Discarded/ contaminated linen is disposed as per 
5 | procedure given in the BMW Rules 2016 & 2018 no |=] yes 


(Amendment) 
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Parameter 9 


BIOMEDICAL WASTE MANAGEMENT 


Code 9.6 Management of Hazardous Waste 
Sr. हायला Score Score 
No a ee 1 2 Given 


The Staff is aware of Mercury Spill 


1 धिर ति (Assess af least तकी) 0-30 % Staff | 30-70 % Staff | 70-100 % Staff 

2 Availability of Mercury Spill Management aa aaa Be 
Kit (Assess at least 3 sites) > 

3 1. of Radiographic Developer and a inadequate adequate 
Disposal of Disinfectant solution like a6 म ता र 

4 | Glutaraldehyde व व 
Disposal of Lab reagents no inadequate adequate 
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Parameter 9 BIOMEDICAL WASTE MANAGEMENT 
Code 9.7 Solid General Waste Management 
छं पायातयाड Score = 
No | 0 1 2 Given 
1 Recyclable and Biodegradable Wastes have segregated he inadequate: | adequate 
collection as per norms (Assess at least 3 sites) 
2 | Availability of Compost Pit within the premises no | yes 
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Parameter 9 


BIOMEDICAL WASTE MANAGEMENT 


Code 9.8 Liquid Waste Management 
Sr. Hicwent Score Score 
No 4:46 10 | 2 Given 
The laboratory has a functional protocol for managing : ह ची Available & 
1 : Not available but not E 
discarded samples ollowed 
followed 
Body fluids, Secretions in suction apparatus, blood 
and other exudates in OT, Labour room, minor OT, > 
2 : : no inadequate adequate 
Dressing room are disposed only after treatment as 
per norms 
The Facility has treatment facility for managing 
3 |. : aoe no pe | yes 
infectious liquid waste 
4 | Sullage is managed scientifically no ee yes 
5 | Runoff is drained into the municipal drain no FY yes 
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Parameter 9 


BIOMEDICAL WASTE MANAGEMENT 


Code 9.9 Equipment and Supplies for Bio Medical Waste Management 
Sr. गालाला Score Score 
No ५54 a ee 1 2 Given 
Availability and Quantity of Bins and liners for 
1 | segregated collection of waste at point of use (Assess at no inadequate | adequate 
least 3 sites) 
Availability and Quantity of Needle/ Hub cutter and : 
2 ; no inadequate | adequate 
puncture proof boxes (Assess at least 3 sites) 
3 Availability and Quantity supply of personal protective वली व तीवरील || adequate 
equipment (Assess at least 3 sites) 
Availability of Sodium Hypochlorite Solution : 
पै (%)(Assess at least 3 sites) oe apace ate 1. 
5 Availability and Quantity of trolleys for waste collection ae fadequate-| adequate 


and transportation (Assess at least 3 sites) 
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Parameter 9 BIOMEDICAL WASTE MANAGEMENT 
Code 9.10 Spill Management 
El t Score : 
No re 10 [11 2 Given 
fj f : f 0-30 % 30-70 % 70-100 
1 | Staff is aware of how manage small spills (Assess 10 Staff) Staff Staff ळू Staff 
2 | Availability of spill management Kit No Lo. | yes 
ff : f : ff) 0-30 % 30-70 % 70-100 
3 | Staff has been trained for spill management (Assess 10 Sta Staff Staff Ob Staff 
4 Spill management protocols are displayed at points if use None Some ह्या 
(Assess 10 sites) areas areas 
5 Staff is aware of management of large spills (Assess 10 0-30 % 30-70 % 70-100 
Staff) Staff Staff % Staff 
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Parameter 10 


LAUNDRY SERVICES & LINEN MANAGEMENT 


Code 10 Laundry Services & Linen Management - General 
Score 
न Elements रील Given 
| OT 1 2 

1_| The facility has adequate stock (including reserve) of linen no [ee _ | yes 

2 | Bed-sheets and pillow cover are stain free and clean no | - yes 

3 | Bed-sheets and linen are changed daily (Assess at least 3 sites) More thane: अत Daily 

days Days 
4 Soiled linen is removed, segregated and disinfected, as per i =a a 
procedure (Assess at least 3 sites) 
5 | Patients’ dress is clean and not torn (Assess at least 3 sites) no Loe yes 
| 6 | Record Keeping properly maintained no Lae 4 yes 
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Parameter 11 


KITCHEN SERVICES 


Code 11 Kitchen Services - General 
Sr. Elements Score Score 
No | 0 1 2 Given 
Facility kitchen is located in a separate building, away separate but near 
1 f . पाला र no . yes 
rom patient care area and functions meticulously to patient area 
2 | Kitchen is Fire Complaint No aaa yes 
The Kitchen has provision to store dry ration and avaiable 
2 ; . : no but not yes 
fresh ration separately with temperature maintenance ee 
maintained 
3 | The Kitchen is smoke- free and fly & rodent proofed No Foe yes 
4 Staff observes meticulous personal hygiene with all 0-30 % 30-70 % Staff 70-100 % 
precautions as per standards (Assess at least 10 staff) Staff Staff 
5 Food to patients is distributed through covered trolleys and ne Followed Followed 
patients utensils are not dented or chipped - off improperly properly 
| 6 | Record Keeping properly maintained no ae yes 
+ Presence of Fire Safety Alarm system no mm aa yes 
Presence of Fire Extinguishers, Smoke detectors and 
; no a yes 
Sprinklers 
| 9 | Display of Certificate & Effective Signage no foe yes 
10 | Presence of Security cameras no fe yes 
F . Done as per Done 
11 | Food and water quality checked regularly No ead peHodically 
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SCORE OF CLEANLINESS CHECKLIST FOR MEDICAL COLLEGE 


Code Barres Minimum | Maximum Score 
Score Score Obtained 
1.1 | Medical College Entrance, Premises & Building Area शिक 46 
1.2 | Corridors [8 14 
1.3 Class rooms/ Lecture Halls/ Seminar Rooms | oo 22 
1.4 Security Services | oo | 12 
2.1. | Toilets General Information शिक [se | 
2.2 | Individual Toilet Information le 24 
Civil, Electric and PWD Related Work for all areas in 
3 Facili a 48 
the Facility 
4 Electric safety checklist for all areas in the Facility Po) 28 
Total Medical College Score oo 200 
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CLEANLINESS CHECKLIST FOR MEDICAL COLLEGE 


Name of Medical College: - 


Date of Inspection: - 


Parameter 1 


General Consideration 


Code 1.1 Medical College Entrance, Premises & Building Area 
Sr. बिलात Score | 
No a ee 1 2 Given 
1 | Facility’s front area not cleaned patally fully cleaned 
cleaned 
2 Internal Roads, Pathways, waiting area, वम वा partially fully cleaned 
etc. are clean and maintained cleaned & maintained 
3 Green Areas/Parks/ Open spaces are well तत का डा partially well 
maintained maintained maintained 
गटे available & 
4 | Provision of Herbal/Oxygen Garden not available but not ices 
ne maintained 
maintained 
5 Gardens/green area are secured with ee | improper पा ता म 
fence fencing 
ar no water 
6 | Water logging in open areas present ५" ७ _| क 
Unauthorized occupation within the 
no such 
7 | facility, encroachment on present po Seer तशा 
Hospital/Facility land 
| 8 | Stray animals within the facility premises present ee absent 
9 | Pest Control Measures are implemented Not शिका implemented 
in the facility (Schedule with response) implemented and regular 
Anti-termite Treatment measures of the 
: : Not Implemented 
10 | wooden furniture and fixtures (Schedule ; शिका 
: implemented and regular 
with response) 
11 | Walls are well- plastered and painted Fooy = wel 
maintained maintained 
12 Interiors of facility are plastered & Poorly P| well 
painted maintained maintained 
Name of the Facility is prominently व : pera prope 
13 | _. No display incomplete Complete 
displayed at the entrance : : 
Display display 
14 | Uniform signage system in the Facility no signage ow proper signage 
Facility has a system for periodic Moe thai गीत 
15 | maintenance of infrastructure at pre- 6-12 Months 
: : year Months 
defined interval 
16 Electric wiring and Fittings are nokiiedtainea Improper proper 
maintained maintenance maintenance 
Less than 6 
Last Inspection done by PWD for More than 6 months but Less than 2 
17 न 
structural Audit months more than 2 months 
month 
Adequate illumination in the Facility : adequate adequate 
1 (defined) a at but less illumination 
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illumination 


Present in all 


19 | Use of energy efficient LED bulbs not available in some areas anes 
20 | Window and doors are maintained not maintained र क की properly 
maintained maintained 

Furniture at the nursing station, staff त ला ता. 

21 | room, administrative office are not maintained ee aes 
maintained maintained maintained 

22 Facility has demarcated space for keeping no space Available but त ee d 
condemned junk material available overcrowded : FE तह 

and Functional 
Policy 

23 Facility has documented and त available but Available & 

implemented Condemnation policy poy not Implemented 
Implemented 
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Parameter 1 


GENERAL CONSIDERATIONS 


Code 1.2 


Corridors 


Note: Each corridor of all medical college building needs to be assessed & Fill 1.2 
Corridors information for each building 


Name of Medical College Building assessed: 


Sr. Score ee 
No Element . 
10 | 1 2 Given 
. र का artiall roperl 
1_ | Corridors Maintenance Not maintained 9 ae y P री P र y 
maintained maintained 
: eee More than 
Corridors are cleaned at least twice in Once or Less . , 
2 . 1-2 times 2 times a 
the day with wet mop than Once day 
Corridors are rigorously cleaned with 
3 | scrubbing/flooding once in a month No L > | Yes 
(Schedule and Response) 
.. Present in f Present in 
Presence of Fire Safety Alarm system None areas ree ie 
4 areas all areas 
Presence of Fire Extinguishers, Smoke Present infew | Present in 
: None areas 
detectors and Sprinklers areas all areas 
: : . Present in f Present in 
5 | Display of Effective Signage None areas © i ea 
areas all areas 
: Present in fe Present in 
6 Presence of Security cameras None areas ae शं प्र 
areas all areas 
Presence of any Junk or Discarded items Present in few | Present in 
7 री None areas 
and furniture areas all areas 


SP eS 


examined i.e c/a): - 


Total number of Medical College Buildings examined: - 
Scoring done for each corridor of Building: - Yes/ No 
If Yes, Aggregate Score for all the corridors: - 

Average score (Aggregate score / Total number of Medical College building 
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Parameter 1 


GENERAL CONSIDERATIONS 


Code 1.3 


Class rooms/ Lecture Halls/ Seminar Rooms 


Note: Each Class rooms/ Lecture Halls/ Seminar Rooms of all medical college building 
needs to be assessed & Fill 1.3 information for each unit 


Name and location of Class rooms/ Lecture Halls/ Seminar Rooms: 


Sr Element Score | 
No a eee 1 2 Given 
1 | Rooms are cleaned with wet mop One aot One tase Once a day 
more days days 
Rooms are rigorously cleaned with 
scrubbing/flooding once in a month ne | ae 
3 Furniture, Mattresses, Fixtures are without Seiad partially properly 
grease and dust maintained maintained 
4 Floors, walls, furniture and fixture are कक nied partially well 
thoroughly cleaned & maintained maintained maintained 
Presence of adequate seating system Inadequate Foe Adequate 
5 Presence of adequate Boards/ Screens/ 
Mics, Speakers, Internet etc used to assist Inadequate pe Adequate 
teachers for teaching efficiently 
Presence of adequate Ventilation system 
6 with provision for ACs 0654: 4:45. 1 - | न ति 
4 Presence of adequate Lighting system with Insdequate P| Adequate 
provision for energy efficient gadgets 
Presence of Safety Alarm system No Pee | Yes 
a Presence of Fire Extinguishers, Smoke No Y 
detectors and Sprinklers ne is 
| 9 | Display of Effective Signage No i ee Yes 
10 | Presence of Security cameras No Fe Yes 
1] Presence of any Junk or Discarded items No po | Yes 
and furnitures 


92 SS 2 


Total number of Class rooms/ Lecture Halls/ Seminar Rooms: - 
Scoring done for each Unit: - Yes/ No 
If Yes, Aggregate Score for all the Units: - 

Average score (Aggregate score / Total number of units examined i.e c/a): 
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Parameter 1 


GENERAL CONSIDERATIONS 


Code 1.4 Security Services 
Sr कन Score Score 
No 1_0_____| 1 2 Given 
The main gate of premises, Facility : 
1 | building, Class rooms are secured(Assess Not secured हित 10 ण; 
atleast 10'Sites) some areas secured 
The security personal are meticulously 
2 | dressed and smartly turned-out (Assess no some personal | All personnel 
atleast 10 Sites) 
3 | Presence of of Emergency response team No [os J yes 
Security personal reprimands attendants, 
4 who found indulging into unhygienic ae तात ती व 
behaviour - spitting, open field urination & > 
defecation, etc. (Assess atleast 10 Sites) 
5 Un-authorised vendors are not present Beasant i ७ ॥ Not present 
inside the campus. 
| 6 | Duty Chart Available at all points Not available | Available 
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Parameter 2 


Medical College Toilets 


Code 2.1 Toilets General Information 
Sr Element Score डं 
No a ee 1 2 Given 
Use of Housekeeping Checklist in Patient 0-30 % areas 30-70 % areas | 70-100 % areas 
1 Care Areas 
ee 0-30 % areas | 30-70 % areas | 70-100 % areas 
Procedure Areas 
2 Se ही menses par eandane 0-30 % areas 30-70 % areas | 70-100 % areas 
3 Disinfection and washing of mops after 0-30 % areas 30-70 % areas | 70-100 % areas 
every cleaning cycle per standard norms 
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Parameter 2 


Medical College Toilets 


Code 2.2 


Individual Toilet Information 


Note: Each Toilet needs to be assessed & Fill 2.2 for each Toilet 


Location of Toilet: 


Sr ग ताला Score | 
No 1__0____| 1 2 Given 
1 Toilet Cleanliness and Maintenance regularly as not cleaned | 6 fully cleaned & 
per norms regularly maintained 
2 Toilet walls, roofs, floors, windows, etc are not cleaned Le | fully cleaned & 
cleaned & maintained regularly maintained 
3 | Toilets have running water and functional cistern | not available शिका की 0 
available 
4 | Any water or Drainage leakage in the toilet Yes | od No 
Sinks and Cistern are cleaned every two hours or 
5 : No ea Yes 
whenever required 
Availability of Detergent Disinfectant 
a solution/Hospital Grade Phenyl for Cleaning No - | Yes 
purpose 
Availability of carbolic Acid/ Bacilocid for 
7 | surface cleaning in procedure areas - OT, Labour No pe Yes 
Room 
err न Adequate & 
7 Availability of Buckets and carts for Mopping Inadequate Le | निकश ककी 
वण : : Adequate & 
Availability of Cleaning Equipment Inadequate P| Punchonal 
| 9 | Use of Three bucket system for cleaning Not Available a Used Properly 
10 | Use of Housekeeping Checklist in Toilets No | - | Yes 
1] A person 1s designated for monitoring of No P| Yes 
Housekeeping Activities 
Monitoring of adequacy and quality of material ae si chet = 
12 : no monitoring Le | Periodic 
used for cleaning ae 
Monitoring 


. No. of toilets in the Medical College building: - 


If Yes, Aggregate score for all toilets: - 


a 
b. Scoring of each toilet as per specific points mentioned below:- Yes/ No 
c 
d 


. Average score (Aggregate score / Total number of units examined i.e c/a): 
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Parameter 3 


CIVIL, ELECTRIC AND PWD RELATED WORK FOR ALL AREAS 
IN THE FACILITY — Medical College Building 


Code 3 Civil, Electric and PWD related work for all areas in the facility 
Sr Ricnent Score Score 
No | Oo 1 2 Given 
1 Fire safety committee in the Department No गी 00३१ sf Established 
renewal pending 
2 Emergency response team No त य = Established 
renewal pending 
Arrangement of fire fighting training for the Available but वदा ता So east 
3 ff No once in 6 
sta Not regular 
months) 
4 Internal fire audit No शिका pore abregular 
intervals 
5 External fire audit No P| pone त या 
intervals 
| 6 | Inspection on monthly basis Not done Loe ee Done 
: : . Present but Present and 
7 Displaying of posters and signage No damaped हल visible 
8 | Demonstration of fire extinguisher usage Not done oe pore atte sulat 
intervals 
9 | Fire drill in the department Not done pe more नाल 
intervals 
Done whenever 
10 | Fire incident reporting and recording system | Not done po the incident 
takes place 
Present in 
Not Present but not sufficient 
11 Fire exit doors and windows present at maintained number 
all properly Maintained 
properly 
Below standard 
12 | Smoke detectors available in the department No or not displayed Present 
properly 
ae Done accordin 
13 Combustibles management guidelines po तो 
: to guidelines 
available 
oe Not Done with a 
14 Record keeping in safe area चती याह poe fied teat ad aes 
Kitchen area fire compliant 
ae Done accordin 
15 Handling of flammables guidelines शिका 8 
: to guidelines 
available 
Not 
16 LPG cylinders storage area properly po Stored properly 
stored 
Present 
: but non- Present and 
i Ratips alia Starease functional pe functional 
(jammed 
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area) 
Installed but not | Installed and in 
Fj ‘ Not : . 
18 ire detection alarm system working working 
present क . fea 
installation condition 
Not Present at fe Present at all 
19 Manual of use ह र a 
present sites sites 
Portable fire extinguisher 
: : Not Present in f Present at all th 
20 Location (Assess at least 3 sites) = — sail शिया तक 
present areas sites 
>50% not | Few are not in 1 
21 Condition (Assess at least 3 sites) in working working oe 
a we condition 
condition condition 
: : Not Present at few | Present at all the 
22 Signage (Assess at least 3 sites) : : 
present sites sites 
23 Emergency evacuation Map (Assess at least Not Present at few | Present at all the 
3 sites) present sites sites 
का ' aoa Installed but Installed and in 
Communication system in the hospital in Not . ated B stalled - 
24 : : don’t know the working 
case of fire outbreak installed i 
current status condition 
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Parameter 4 


ELECTRIC SAFETY CHECKLIST FOR ALL AREAS IN THE 
FACILITY-— Medical College Building 


Code 4 Electric safety checklist for all areas in the facility 
Sr El ; Score Score 
No oe [OCS 1 2 Given 
] Reeve testing and examinations of Not done po Done 
electrical equipment frequently 
Preventive maintenance practices like 
2 | Earthing (Assess at least 3 sites) 0-30 % areas 30-70 % areas 70-100 % areas 
3 | Insulating mats (Assess at least 3 sites) | 0-30 % areas 30-70 % areas 70-100 % areas 
Electri k it syst A t 
4. | Picettic Work permit system (Assess at) 30 % areas | 30-70% areas | 70-100 % areas 
least 3 sites) 
Electrical hand tools 
D 
5 | Inspection Not done 1 - | ie 
frequently 
Done 
ra Record keeping Not done = 
frequently 
Earthing system 
Record of earthling pit resist oe 
7 ecord of ear me pit resistance ता लाह po ena 
(Assess at least 3 sites) big ies 
maintained 
प , ; Not provided in eae . 
lame proof electrical equipment वॉ Missing at few Provided at all 
क ~~ majority of the 
fittings (Assess at least 3 sites) . sites sites 
sites 
ae G Not present in i. 
Emergency lighting system/ Generator eos Missing at few Present at the 
> : majority of the ; ; 
backup (Assess at least 3 sites) ates sites vital areas 
Appointment of electrical safet 
10 oe mucus = mea Not appointed In process Appointed 
officer for the medical colleges 
Done to all the 
Not done to all ; 
: staff in the 
Traini , the staff in the : 
11 | Training on electrical safety Not done . hospital at 
hospital/ done 
infrequentl lel 
भ्‌ गै intervals 
Prepared and 
= : present at all 
First aid box for emergency (Assess at Present at few . 
12 . Not prepared . the vital areas 
least 3 sites) locations 
(e.g. OPDs, 
ICUs, etc) 
: Present but 
DO’s and DON’ Ts sign at entrance of Present and 
13 Not present damaged or need 


the electric room 


replacement 


clearly visible 
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14 


Illumination level record maintenance 


Not done 


Level is not 
according to the 
standards or/ 
record is not 


maintained 


Level is 
according to the 
standards and 
record 
maintained 
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